Subject: 


Upcoming power outages 


Location: 305a maybe 202 if it's available 

Start: 4/8/2011 11:00 AM 

End: 4/8/2011 11:30 AM 

Show Time As: Busy 

Recurrence: (none) 

Meeting Status: Organizer 

Organizer: Massif, Julianne (DPH) 

Required Attendees: Servizio, Paul (DPH); KaneOI, Peter (DPH); Jenner, Jennifer (DPH); Clemmer, 
Jill (DPH); Rubin, Alan (DPH); Jacobsen, Patricia (DPH); Salemi, Charles (DPH); 
O'Brien, Elisabeth (DPH); Piro, Peter (DPH) 
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